ALL-SEED, Radiola linoides Roth,

243. AII-se<id, Radtola //no/des Roth. (X-f); a diminutive
annual, much branched from the base, thfe branches repeatedly
forked and thread-like, glabrous; leaves opposite, sessile, very
small (at most J in. long), ovate; in the middle of each fork a.
single older flower on a short slender stalk; remainder of thd
flowers (A, X 3) bunched together into a cyme at the top of the
branches, very small; sepals 4, with 2-4 small teeth; petals
(B, X 6) 4, soon falling off; stamens 4, alternate with the petals;
anthers 2-locular, opening by slits lengthwise; ovary of 4 rather
loosely united carpels (C, X 6), with 4 free styles; capsule
(D, X 5) opening at the top, without any central column, each
carpel opening on the inner side by a longitudinal slit and with 2

seeds, the latter (E, X 6) obovoid, pale brown, shining (family
Linaceae).

One of the smallest of British annual plants, growing in damp
sandy and gravelly places, flowering from July to August. Jt
may easily be mistaken for a small member of the Caryophyl-
laceae, but can be recognised especially by the 4-locutar ovary (in
Caryophyllaceae the ovary is l-locular)> and the seeds have no
reserve food material (endosperm).                         ' .

The genus Radioia is monotypic, i.e., it is represented by only
one species, though it is very widely distributed. It ranges from
northern Europe to the island of Madeira, and is even found it)
the mountains <of tropical Africa, and eastward into Asia. The
correct name according to international rules is used here, but w
most'British botanical books it is called Radioia millegraw Sm.
Bentham temarked that R* linoides was an earlier name, " hilt
very inapplicable " 1
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